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Message Text 

UNCLASSIFIED 

PAGE 01 ISTANB 01338 021328Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

129886 021337Z/64 

R 021245Z MAY 78 
FM AMCONSUL ISTANBUL 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 9914 
AMEMBASSY ATHENS 
AMEMBASSY ANKARA 

UNCLAS ISTANBUL 1338 

ATHENS FOR RTDC 

E.O. 11652: N/A 
TAGS: BTIO, TU 

SUBJECT: FOREIGN GOVERNMENT TENDER - FLAME CUTTING MACHINES 

IQM 489/03/T0003 

2. 05/02/78 

3. R. BECKHAM 

4. 489 TURKEY 

5. N 

6A. WRITE TO - 
6B. — 

6C. TEKLIF MEKTUBUDUR. 

DENIZCILIK BANKASI T.A.O. 

PENDIK TERSANESI MUDURLUGU 
DEGERLENDIRME KOMISYONU 
-DOSYA NO. 78/515 
KAYNARCA, ISTANBUL. 

7. 1978/515 

8. 06/09/78 
9.201 

10. PROPOSAL - 

35418 - VALUE NOT KNOWN. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ISTANB 01338 021328Z 

TWO(2) RACK DRIVE, SEMI-AUTUMATIC FLAME CUTTING MACHINES 
(CUTTING ON ANY PLANE) TO BE USED AT TURK MARITIME BANK'S 
PENDIK SHIPYARD FOR CUTTING OF STRAIGHT EDGES OF SHIP PLATES. 

WITH MANUAL GUIDANCE AND ON RAILS, CAPABLE OF CUTTING 
VERTICALLY, HORIZONTALLY OR ON AN INCLINED PLANE. CUTTING 
THICKNESS UP TO 50 MM.; SQUARE EDGE AND/BEVEL CUTS UP TO 
45DEGREES; COMBUSTIBLE GAS: ACETYLENE; CONTINUOUS SPEED 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


CONTROL. POWER SUPPLY: AC 42V, 50 HZ. RAIL LENGTH: UP 
TO 10 M. QUOTE FOB PRICE. SPECIFICATIONS BEING POUCHED. 
HOUGHTON 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 02 may 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978ISTANB01338 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7801 86-1 025 
Format: TEL 
From: ISTANBUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978051 03/aaaadjyg. tel 

Line Count: 65 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: bb42d593-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2522197 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER - FLAME CUTTING MACHINES IQM 489/03/T0003 2. 05/02/78 
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